


1 Take ashtray out of holder. 


2 Unscrew fastening screws (1) of ashtray top. 
3 Pull off ashtray top. 


4 Pull socket with bulb out of blade receptacle 
contact and exchange bulb. 





1§4-— 23321 


5 For assembly of ashtray proceed vice versa. 
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